
a truly professional instrument 
reads transmission densities 
between 0.60 and 1.40 
also reads base densities below 0.60 
meter scale divided into 0.05 increments 
factory-calibrated to accuracy of ±0.02 


EASY-TO-USE. . . a ‘must’ working tool for the 
project supervisor, inspector, department head 
... anyone involved in quality control! 

Full guarantee against defective materials and 
workmanship 


Specifications: 

Dimensions: 3"wx4"hx2"d 
Weight: 10 oz. 

Power: 2 AA Mercury batteries 

(good for a full year 
at normal usage) 


ATLANTIC Model R DENSITOMETER 
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Spring Valley, New York 








